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YOU ARE 

RESPONSIBLE FOR 
FIREARMS SAFETY 

As a gun owner, you accept a set of demanding 
responsibilities. How seriously you rake these responsibilities 
can he the difference between life and death. 

There Is no exeme for carebsor abushc handling of any 
firearm. Ac all times handle vour rifle and any other ftrearm 
with interne rcs[>cct for its power and potential danger. 

PLEASS READ AND UNDERSTAND 4U OF 7KE 
CAUTIONS. PROPER HANDUNG PROCEDURES AND 
INSTRUeVONS OUTLINED IN THIS BOOKLET 
BEFORE USING YOUR NEW FIREARM. 

1 ALWAYS KEEP THE MUZZLE OF YOUR RtFlE 
POINTED IN A SAFE DIRECVON. mu though 
you arc certain the rifle is unloaded, Ne\'er point 
any firearm at anuhing you do not intend to 
shoot, Ik extremely alert and a>vaTe of all 



pcri;ons and property within the range of ytKir 
ammunition. 

2 NEVER RELYTOTALL Y ON YOUR RIFLES 
MECHANICAL ^’SAFETY'^ DEVICE. 

The word “safety" describes a gun’s tr^r block 
mechanism, ^ block mechanism, hammer Mock 
mechanism or firing pin block mechanism. These 
mechanical devices are designed to pbee your gun in a 
SAFER .stims, No gtiarantee can be made that the gun 
will not fire even if the “safety" is in the “on safe" 
position. Sec "Opention of the Safety'' on 5 for 
instruaions on operation of this gun s “sa^." 

LIKE ANY MECHANICAL DEVICE, A 'SAfETT' 
CAN SOMEVMES FAIL; IT CAN BE JARRED OR 
INADVERTENTLY MANIPULATED INTO AN 
UNSAFE CONDfTION. 

Mechanical “safeties ’ merely aid safe gun handling and 
are no excuse for pointing your rifle’s muzde in an 
unsafe direction. Because the BPR features a reversible 
safety, it is a good idea to check for t^t- or left-handed 
orientation of the safety. 



You should “tesc'’ tout rifle’s mechanical “safeties" 
periodically for proper fonction and orientation, 

NEVER TEST THE ORIENTATION OR FUNCTION 
OF THE SAFETY WHILE YOUR RIFLE 1$ LOADED 
OR POINTEO IN AN UNSAFE DIRECTION 

Safe gun handling docs not stop with your gun's 
mprbaniral “safety'' dev'iccs — it Starts there. Always 
treat this rifle with die respect due a loaded, 
rcady-to-fire fireamt 

3 WHENEVER YOU HANDLE A FIREARM. OR HAND 
ITTO SOMEONE. ALWAYS OPEN THE ACTION 
mUEDiATELY, VISUALLY CHECK YOUR RIFLES 
CHAMBER, FEED MECHANISM AND MAGAZINE. 

Make cenain that they do not inadvertently contain any 
am muni don. Always keep the chamber empty and 
“safety" in the “on afe" position unless shooting is 
imminent. 

i DO NOT TRANSPORT YOUR RIFLE LOADED, 
WHETHER IN A SCABBARD, GUN CASE, OR 
OTHER CONTAINBR. 

5 HUNTING FROM ELEVATED SURFACES SUCH AS 

TREE STANDS IS DANGEROUS, and may increase 
die risk of lundlir^ a firearm. The following rules 
should always be observed by you and those you hum 
with: make certain that the stand being used is 

safe and sc^. Alu»^ make certain that your firearm is 
unloaded when it b being taken up and down feom the 
stand. make certain that your firearm is not 
dropped fmm die stand, or dropped while it being 
taktt up or down from the stand Rmmher, a loaded 
fiftarm cuay discharge when dropped, even with die 
safely in the “on safe* position. 

6 BEWARE OF BA RREL OBS TRUCTIONS, 

for die safety of both your gun and yourself Mud, snow, 
and an infinite variety of other objects may inadverrendy 
lodge in a band bore. It takes only one small obstruc- 
tion to cause dangerously increased pressures that can 
min (swell or rupture) the finest rifle bands. 

BEFORE CHECKJNG FOR A BARREL 
OBSTRUCTION, BE CERTAIN NO LIVE ROUND IS 




tNTHS CHAMBER AND THAT THE MACAZSNEtS 
REMOVED AND FEED MECHAMSMS ARE 
COMPLETELY EMPTY. PLACE THE ‘$AF£mN 
THE "ON SAFE" POStTION 

Look through the barrel to be suie it » dev of any 
obstruaion. If an obstruction is seen, nomaner how 
small it may be, dean the bore widi a deanl/^ rod and 
patch as described in ''Geaning and MaincetUAcc 
Suggestions'' on 9. Before the first firing, dean dtc 
bore with a deai^g rod and patch, and wipe away any 
ami'just compounds in the aaion/chambet areas. 

7 ALWAYS UNLOAD YOUR RfFLE WHEN NOT tN 
USE. REFER TO PAGE 7 OF THtS INSTRUCTION 
SOOKi.fr EXPLAINING THE UNLOADfNG OF 
YOUR RIFLE. 

As a sa let)’ precaution, it Is prefend^c to disassemble your 
gun for storage. Store your gun and ammunmott 
separately— wtU b^nd the teach children. Take all 
sah^ards to ensure your rifle docs run become availdde 
to untrained, inaperienced or unwelcome harnls. 



MAKE SURE OF ADEQUATE VENnLAVONIN THE 
AREA THAT YOU DISCHARGE A FIREARM. WASH 
HANDS THOROUGHLY AFTER EXPOSURE TO 
AMMUNmON OR CLEANING A FIREARM. 

Lead exposure can be obuined from discha^ng 
firearms in poorly vendlared areas, dcanii^ fireanns or 
handling ammunidon. Lead is a subsiarsce char has been 
knmvn to cause birth defects, reproduaivc harm and 
other senom injury. 

9 DO NOT SNAP THE FIRING PIN ON AN EMPTY 
CHAMBER — THE CHAMBER MAY NOT 9E 
EMPTY! 

Treat every gun with the respect due a loaded gun, even 
though you are certain the gun is unloaded. 

10 KEEP YOUR FINGERS AWAY FROM THE TRIGGER 
YYHtLE UNLOADING. LOADING, UNTIL YOU ARE 
READY TO SHOOT. 



8 USE THE PROPER AMMUNITION. 



11. BESUREOFYOOR TARGET AND BACKSTOP. 



The barrel and aaiun uf this rifle hast been made with 
subsiaiuial safo^ margins over the pressures de>dopcd 
by established AmcHcan commercial loads. Nevtnhehas, 
Brovming assumes r>o liability for incidents which occur 
through the use of cartrk^ of nonstandard dimensions 
which develop pressures in excess of commercially 
* available ammunition which has been loaded in 
accordance with sundards esraUished by the bponir^ 
Arms and Ammunition Manufaciurm’ Institute 
(SAAMI), 

BE ALERT TO THE SIGNS OF AMMUNITION 
MALFUNCTION. If you detect an off sound w l^t 
recoil when a cartridge is fired, DO NOT LOAD AN- 
OTHER CAHmiDGE INTO THE CHAMBER. Open 
the aaion and remove all cartridges from the nu^lnc, 
chamber and aciion areas, ^th the action open, glana 
down the Barrel to make siuc that an obstruaion does 
not remain in the barrel. If there Is an obstruction, 
completely clear the band before loading and firing 
agai]*i. Failure to follow these instructions can cause 
extouivc damage to your gun and possible serious Iniuiy 
to yourself and others. 



l^ankulariy during low' light periods. Know the lange of 
your ammunition. Never shoot at water or hard objeos. 



12 ALWAYS UNLOAD YOUR RIFLES CHAMBER BEFORE 
CROSSINQAFENClCUfmiCATREE,JimPfNGA 
DITCH OR NEQOTIATWG OTHER OBSTACLES. 



Refer to p^ 7 cd* this irestnictlon book for instructions 
on the urdoadir^ofyour rifle. Never place your loaded 
rifle on or against a fence, tree. car. or other similar object 

13 WEAR EYE AND EAR 1NIOJECTION WHEN SHOOrm 
Unprotected, repeated exposure to gunfire an ause 
hcanng damage. Wear ear prorecrors (shooting ear plugs 
or mufl^) to guard against such damage. Wear shooting 
glasses to protect your eyes from flying paiiides. Allow 
proper disuncc (eye relief) between the scope and your 
eye when firit^ a scoped rifle or shotgun. Always keep a 
safe distance between the muT^Jc of your firearm and any 
persons rKarby, as muzzle blast, debris ind ejecting shells 
could inflict serious injury. Also, wear eye 
pcoteoion when dbassembling and claning your n&t to 
prevent the possibility of sprir^ spring-tensioned parrs, 
solvents or other agents from comaciir^youi ey*s. 




1 4 DROPPING A LOADED GUN CAN CAUSE AN 
ACCIDENTAL DISCHARGEcvcn with the Wety” in the 
"on safe" position. 6e extremely careful while hunting or 
during any shooting activity, to avoid dropping any 
firearm. 

1 5 IF YOUR RIFLE FAILS TO FIRE, KEEP ThE 
MUZZLE POINTED IN A SAFE DIRECTION. 

Hold this position for a minimum of 30 seconds. 
Carelully open the aaion and tcrrw'e the cartridge If 
the primer i$ indented, the cartridge should be disposed 
of in a way that cannot cause harm. If thcpniner b noc 
indented, your firearm should be examined by a 
qualified gunsmith and the cause of die malfwaion 
should be corrected before further use. 

16 BE DEFENSIVE AND ON GUARD AGAINST 
UNSAFE GUN HANDUNG AROUND YOU AND 
OTHERS. 

Don’t be timid when it comes to gun safety. If you 
observe other shooters violating any of these safety 
precautions, politely su^t safer handling practices. 



17 BE CERTAIN YOUR RIFIE IS UNLOADED BEFORE 
CLEANING 

Because so many gun accidents occur when a firearm is 
being cleaned, special and extreme care should be taken 
to be sure your gun b unloaded Mon assembly, 
cleaning and reassembly. Keep ammunition away (iom 
the cleaning location. Never test the mechanical 
function of any firearm with live ammunition. 

18 TEACH AND SUPERVISE FIREARMS SAFETY TO 
ALL MEMBERS OF YOUR FAMILY — ESPEOAUY 
TO CHILDREN AND NONSHOOTERS. 

Closely supervise newcomers to the shooting sports. 
Encourage enrollment in huming/shootingsafet)^ 
courses. 

19 NEVER DRINK ALCOHOUC BEVERAGES OR 
TAKE ANY TYPE OF DRUGS BEFORE OR DURING 
SHOOTING. 



20 READ AND HEED ALL WARNINGS 'in this instmction 
bocdc. on ammunition boxes and with all accessories that 
you install on your firearm. It is your responsibiliry ro 
secure the most up^o^late information on the safe 
handling procedures of your Browning gun, Browning 
assumes no liability for incidents which occur when 
unsafe or imprt^ gun accessories or ammunition 
con^nacions are u^. 

21 PERIODIC MAINTENANCE — AVOID 
UNAUTHORIZED SERVICING. 

Your rifle ba median ical device which will not last 
forevet) and as such, b subjea to wear and requires 
periodic inspeaion, adjustment, and service. Browning 
firearms should be serviced by a Browning 
Recommended Scfwcc Center or by Brow'ning s service 
fecility in Amdd, Mbsouri. Brow'ning cannot assume 
any responsibility for injuries suffered or caused by 
unauthorized servidng. alterations or modifications of 
Browning firearms. 



22 BROWNING RESERVES THE RIGHT TO REFUSE 
SERVICE ON RREARMS THAT HA VE BEEN 
ALTERED, ADDED TO OR SUBSTANTIALLY 
CHANGED. 

Removal of metal from barrells), or modifications of 
the firing mcdianism and/or operating parts may lead 
CO Browning s refusal of service on such firearms. 
Browning will charge the owner for pans and labor to 
mum the firearm loori^nal Browning specifications. 

DO NOT. UNDER ANY CIRCUMSTANCES, ALTER 
THE TRIGGER, SAFETY OR PARTS OF THE 
RRING MECHANISM OF THIS OR ANY OTHER 
FIREARM. FAILURE TO OBEY THIS WARNING 
MAY RESULT IN INJURY OR DEATH TO 
YOURSELF OR OTHERS. 

BE CAREFUL! 



Your vision and judgment could be dangerously 
impaired, making your gun handling unsafe to you and 
to others. 
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Figure 1 




Figure 2 




Nomenclature 

In conventional gun lenninology the po$itbn and 
movement of gun pans are described as dxy occur with the 
gun horizontal and in nomul firing position; i^> the muzzle 
is hmsi or in front; the buttstock b reatuifd or to the 
rear; the trigger b downward or underr>eath; the sights ait 
upward or on top. 

General Operating Procedure 

Your neNv Browning BPR b a Pump aabn repcatlr^ rifle. 
With cartridges in the magazitte and the chamber and the 
safety in the OFF SAFE or FIRE posidon the rifle will fiit a 
single round when the tri^ b pulled. The spent onric^ 
b ejected by pulling the forearm reansard, and the 
artridge b fed from the magazine into the chamber by 
pushing the forearm forward. The rifle b then ready to fue 
another cartridge. 



Operation of the Safety 

CAUTION: THE •‘SAfETT* SHOULD BE KEPT IN 
ITS ••ON S4FE" POSITION AT ALL VMES EXCEPT 
WHEN ACTUALLY FIRING THE RIFLE. With the 
safety pudwd comfJetely to the left the rifle is OFF SAFE 
and ready to fire. In thb FIRE or OFF SAFE position a 
band of RED b vbible on the safety where it projects beyond 
the left face of the trigger guard. 

Whenever a cartridge b chambered, (he rifle ^ould be ON 
SAFE until it b ready to be fired. 

Note: [fa left-hand safety b needed the safety can be 
reversed by a competent gunsmith or send it to our Arnold, 
Mbsouri Service Facility. 

Loading the rifle 

The Browning pump action high power rifle utilizes a 
Mtcfx detadvfole bw m^^ne. The capacity of the 
magazine b four rounds (three rounds for magnum caliben). 
Arwchcr cartridge may be arried in the chamber, providing 
a total rifle capacity of five rounds (four rounds for magnum 
calibers.) 

To ready d)c rifle for loading, first ensure that the safety b in 
(he ON SAFE posirion. 

Nestt, hold (he rifle in a natural position with (he barrel 
safely pointir^ at the ground. Holding the rifle at the 
forearm, pull rearward on the magazine latch with the index 
fir^r of die opposite hand, allowing the hinged floor 
pbre-m^izinc unit to swir^ downward. The magazine b 
now ready to be loaded. (Sec Figure 3) 









Figure 3 



Figure 4 




[fit is de»red to load a round into the chamber prior to 
loading the magazine^ the following seeps should be taken. 
First, be sure the safety is in the ON SAFE position. Hold 
the gun on its side widi the barrel poimirtg safely downward. 
Wicli the rifle held in this position thcejeaion port in the 
receiver should be lacing up. Next> with die magazine 
floor plate open and the bolt open, insert one round into the 
qeaion pen, allowing Ir to drop completely into the 
chamber. Then, close the boh by sliding the forearm 
forward. The bolt should be allowed to slam closed from its 




C^ntuHy Insert 
eech certridge 
into the 
megaiine. 



position, using either hand on the forearm and pull rearward 
on (he magazine latch to allow the magaiune floorplaie to 
swing downward. Each artridge should then be carefully 
insened into the magazine against the pressure of the spring 
loaded follower, unni ir b retained by the metal rims of the 
ma^ne body. Care dwuld be exercised in positioning each 
anridge so that its base b to the rear of the magazine. If the 
nose of a cartridge protrudes beyond the end of the 
m^^ne. it could ause feeding problems or interfere with 
theclosir^of the magazine floorplate. (See Figure 4) 



open posiiioj). If the boh b not allowied to dose in thb 
manner, there is the possibility that it will not dose 
completely, in which event the rifle will not Rre. 

Many sportsmen prefer to hunt with an empty chamba 
until in the presence of game. In this situation, quietness in 
chambering a cartridge is sometimes of prime importance. 
To accomplish this, cycle the action slowly and quietly by 
depressing the slide release lever and slowly working Ak 
action. You may svant to first practice thb with an empt)’ 
chamber and marine. 

It is both convenient and ^t to load the magaune while it is 
attached to the floorplate in the open position. However, 
some may prefer to bad the magazine after detachii^ it from 
the floorplate. Both methods are described bebw. 

Loading the magazine with magazine 
attached to floorplate 

Always be sure the gun is ON SAFE, and the muzzle b 
pointed in a safe direcuon, since there may be occasions 
Nvh^m you vrill w'ant to load or replenish the magazine wMc 
a round i$ chambered. Hold the rifle in a safe barrd down 



Loading the magazine with magazine 
detached from floorplate 

Once again, p^ace the rifle ON SAFE and be sure the muzzle 
b pointed In a safe direabn. With the ma^ne^floorplate 
unit open the m;^ine may be detached by merely pulling 
it away from the hinged floorplate. To do so, grasp the sides 
df the magazirte toward its rear with the thumb and middle 
finger of either hand. Hicn, pull the magazine away from 
the floorplate while at the same rime bearing against the 
profcaing rear of the floorplate with the ind» finger. 

(See Figure 5). The rifle may be supponed in its barrel down 
position during this procedure with ihe opposite hand at the 
brearm. Once che magazine is detached it may be loaded 
with canrit^es as described earlier. To reattach, insen the 
small lip on the front fiKe of the magazine into (he matching 
groove in the forward «id of the floorplate. Then snap the 
tear of the magazine firmly into pbcc. Extra magauncs may 
be carried loaded for rapid replacement of an empty 
magazine, using thb same procedure. 

After loading the magazine, attach it to the floorplate. Swit^ 
(he rru^zine floorpbte into place until retained by the 




Figure 5 




magazine btch. Ifa round has notalread)’ been pbeed into 
the chamber, a round may be chambered by dq)rcs$ing the 
slide release b'crand operating the aaion. 

Once a round has been chambered, (he m^uine*flcN>rpla(c 
unit may again be opened at any time desired lor refilling to 
apacity. 



Removing the Trigger Group 

This procedure should ntely. if ever, need ro be performed. 
Hosvevtf, if the receiver area of your BPR should become 
excessively dim' i( may be hdphil to removt the trigger group 
and expose the inner awty of the receiver for cleaning. 

00 NOT ALTER OR ATTEMPT TO DtSASSEMdLE ANY 
PART OF THE TRtGGSR GROUP OR REMOVE OR 
DiSASSEMBLS THE BREECH BOLT MECHANtSM. 

If any service oS the (rigger group becomes necessary, take 
)*ouf BPR to 3 recommend^ Browning Service Center or 
send it (oour sen'ke center in Arnold. Missouri. 

Disassembfy 

1 First, nuke cenain the gun is totally unloaded and the 
“safety" is ON SAFE. 

CHECK THE MAGAZtNE. FEED MECHANtSM AND 
CHAMBER TO BE SURE THEY DO NOT CONTAIN 
ANY SHELLS. 



Unloading the rifle 



With the rifle ON SAFE and pointed in a safe downward 
direction release the magazine* floorpbte to its open position. 
1 he magazine may then be detached and either kept loaded 
or the cartridges may be stripped from it with the thumb of 
either hand. Depress the slide release and work the aaion 
thereby extraaing and ejecting any live round in the 
chamber. As is always good sicty practice, visually inspect 
the chamber to be absolutely sure a round is not still present. 
Once this is determined die boh may be closed. 

To unload the magazine merely push fonvard on the base of 
each round until it clears the retaining rims. The last step is 
to close the floorpbte cither without the magazine or with an 
empty magazine in place. 

Trigger 

The trigger mechanism has been adjusted at the factoiy to 
provide a short crisp pull, yet one consistent with safety. The 
trigger is a single stage design with the weight of pull holding 
closely to 4 pounds. It is recommended that no attempt be 
made to change the w'cight of pull of the tr^r. 



2 SI idc the forearm to its forward position . S wi ng open 
the magazine. 

3 Push i n the two t rigger guard pins from ci thcr the right 
or left «dc of the receiver. Use a dri\'c punch or similar 
object, using caution not to scratch the gun's receiver. 
{S« Figure 6) Push the tri^er guard pins clear through 
the receiver. 

A G rasp (he trigger guard and pull the tri^er assc m bly oil t 
of the rcceiv'er. (Sec Figure 7) 

5 Perform any cicani ng of the parts and receive; cavity as 
necessary. 

DO NOTDtSASSEMBLE THE TRIGGER GROUP 
BEYOND THIS POINT. 

Trigger Group Reassembly 

1 Before reinstalling the trigger group, make sure that the 
breech bolt b fully forivard. 

2 Insert the tri^er group back inro the receiver, The 
rri^er group must be sightly tipped to the left and the 




Push trigg 0 r guard 
pins antirsty 
through fscstvsf. 



Remove trigger assembty. 



Figure 8 




3 USING A RIFLE CLEANING ROD WITH TIP AND 
PATCH LARGE ENOUGH FOR SNUG FIT IN 
BORE, insert rod and patch in barrel from the muzzle 
end arwl run back and fonh several nmes. Caution 
should be exercised to ensure that the cleaning rod or 
handle docs not strike the crown of the muzzle, as 
damage lo this area an adtTrsdy affect the accuraev' of 
cheri^. 

4 INSPECT THE CHAMBER AND BORE FOR 
POWDER FOUUNG. A norma! amount of powder 



slide release lever eng;^ to the release button 
mechanism. You may need to press the slide release 
button (0 make the proper conneaion. Uik up the 
holes in the trigger assembly ssith the hob on each side 
of (he rccriw. 

3 Rci nsert the trigger guard pi ns from either side of the 
receiver and gently tap them into place o^n using 
aution not to scratch the reedver 
(Sec Figure 8) 

Cleaning $ugge$tior)$ 

The correct procedure ibrclaning vour rifle isas fellou’s: 

1 BE CERTAIN THE RIFLE IS UNLOADED AND 
THE SAFETY IS IN THE ON SAFE POSITION. 
Again, to unload your rifle, e^ea any live round in the 
chamber by depressing the slide release and working the 
action. Unload the magazine hy puling forward on the 
base of each round until it dears the retaining rims. 

2 PULL THE FOREARM FULL Y REARWARD 
LEA VINO THE BOLTIN THE OPEN POSITION. 



reriduc can be expected ajid is not serious. It an usually 
be rcmm'cd hy repeating Step Number 3. using a patdi 
saturated with a powda stff\ent. I for when fouling 
should become ha\y, it can be removed with a brass 
bore bmsh. Dip the brush in a poNSxler so\vcm and scrub 
the chamber and bore until the fouling Is remoN'ed. To 
prevent brass brisdes fri»n breaking off, the brush 
should be pushed completely through the bore before 
being withdrawn. Your BP R will operate more smoothly 
and relbblv with a clean bore and chamber. 

5 AFTER FOUUNG HAS BEEN REMOVED, THE 
BORE SHOULD BE WIPED DRY. Then pass a 
slightly oiled pich run throu^ it for preservation. A 
fine, light gun ml like Browning Oil is recommended. 

6 THE INTERIOR OF THE RECEIVER AND THE 
BOLT SHOULD PERIODICALLY BE WIPED OFF 
WITH A CLEAN RAG. This is best done with the 
trigger group remov'cd. see “Removing the Trigger 
Croup," and with the magazine ffoorplatc open and the 
boll in its open poritbn. 

Any dried oil in these areas and on the magazine 
Ulowtr should be remov'ed. Follow this deaning by 




applying a very lighc film of oil on the af&aed parts. Do 
not pour large quantities of oil into the aabn. An excas 
of oil will nin into the wood and cause it to soficn 
or sv'arp. 

7 WIPE ALL EXPOSED METAL SURFACES WITH 
AN OILED CLOTH, MAKING SURE TO WIPE 
GUN CLEAN OF ALL FINGER MARKS. Fii^r 
marks should be removed beause they proN'ide a place 
where moisture can accumulate, Ordinary good 
judgment will, ofeoune, indicate that die metal of the 
gun should receive a light film of oil any rime the gun 
has been exposed to adverse weather or handling. 

8 THE WOOD SURFACES OF YOUR BPR CAN 
ALSO BE WIPED LIGHTLY WITH BROWNING 
OIL, or you can apply a quality wood or furnirure 
polish to the stock and forearm, Using one of these 
methods (nor both), will enhance the beauty and 
durability of your BPR. 



9 CLEANING INSTRUeVONS: To ensure propcT 
fiinciioningof your BPR, it should be periodically 
inspected and cleaned. 

Disassembly 

NEVER ATTEMPT TO TAKE YOUR BPR APART 
FURTHER THAN EXPLAINED IN THIS MANUAL 

This is a specialized, finely fitted mechanism. You may 
permanently mar it by anempting to disassemble the 
inner mechanism assemblies. If further disassembly to 
other parts, such as the slide action, is required — cake 
your gun to a Browning recommended Service Center 
or a competent gunsmith, or send it to our Arnold. 
Missouri Scr\icc Facilit)’ as explained under “Scn'icc 
or Repair." 



Adjusting the Sight 

The BPR is availaUe with or without open sights, Alssays 
unload your rifle before malung any adjustment to the sights. 
Remember, move )X)ur rear sight in the same direction 
you want die point of the bullet impact to move. If you want 
the point of bullet impact to mov'e to the left, move the rear 
sight senir^ to the left. If vtiu want to raise the point of 
irnpaa. raise your rear sight setting. 

1 If horizomal or windage correaion is dcsi ted. loosen or 
tighten the saew on the side of the rear sight notch to the 
desired setting (Set Figure 9). Each calibration mark 
represents a^Foximatcly IM inches movement of the 
pmnr of irnpaa at 1 00 yards. 

2 [f vertical correaion is desired, loosen or tighten the 
vertical adjustment screw located in front of the rear sight 
notch. A^n, calibration marbon the sight represent 
approximately 1/4 inches at 100 yards. 



Figure 9 




Attaching a sling 



The forearm screw should not be replaced by a sling 
swivd. A barrel band swivd is required to properly 
mount a sling. Browning has a barrel band available for 
the BPR . Coniaa voar dealer for details. 
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Service or Repair 

If your firearm should require ser\'lce or re- 
pairs, we suggest you first contaa a local 
recommended Browning Firearms Serv'ice 
Center. Contact your Browning sporting 
goods dealer or call our ScA'Ice Depart- 
ment for the address of the Scrsice Center 
nearest you. Otherwise, you ma)’ send 
your firearm directly to our own Serice 
Department. For technical questions about 
your firearm or service call our Service 
Department. 

Browning Service Department 
One Browning Place 
Arnold, Missouri 63010^9406 
Phone: UBOO-322^626 

Canadian Customers call or write: 
Browning Canada Sports Ltd./Uee, 
5617 Chemin SUFrangois 
$t-Laurent, Quebec H4$ 1W6 
Phone: (514) 333-7261 



\^'hen returning your firearm for servicing, 
you must do the following: 

a. Be sure it is completely unloaded. 

b. Package it securely in a cardboard 
cx^mainer. 

c. Enclose a letter with your firearm 
that clearly descrilves the trouble 
experienced and the repairs or 
alterations desired. 

d- If convenient, send a copy of the 
letter to us separately, 

e. Never return ammunition with your 
firearm. It is against postal and most 
commerce regulations. 

If you have any questions alx>ut this 
manual or about any other Browning 
products, call or write our Consumer 
Information Depart menc: 

Browning Consumer information 
One Browning Place 
Morgan, Utah 84050-9326 
Phone: (801) 876-2711 



